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Longtown,  31st  Januahy,  1901. 

A N  N UAL  R E PO RT 

To  the  Longtown  Rural  District  Council 

For  the  Year  ending  December  '61st,  1900. 

Gentlemen, 

Herewith  l  beg  to  lay  before  you  the  tables  of  births, 
deaths,  and  new  cases  of  infectious  sickness  as  required  by  the 
Local  Government  Board. 

The  total  number  of  deaths  registered  in  our  district  during 
1900  has  been  109  ;  53  being  males  and  56  females,  which  are 
equal  to  a  death-rate  of  1517  per  thousand  per  annum.  In  1899 
the  number  of  deaths  was  112,  and  the  death-rate  15 ’59.  Of  those 
under  one  year  of  age  there  were  12  deaths,  with  a  rate  of  1*67  ; 
last  year  35  deaths,  rate  4'87.  Of  those  between  one  and  five 
years  of  age  1  death,  rate  0-14  ;  last  year  4  deaths,  rate  0-55.  Of 
those  sixty-five  years  of  age  and  upwards  52  deaths,  rate  7-24  ;  last 
year  38  deaths,  rate  5'29. 

The  total  births  registered  during  1900  have  been  152  ;  62 
being  males  and  84  females,  which  are  equal  to  a  birth-rate  of 
21 T  6  per  thousand  per  annum.  Last  year  there  were  169  births  ; 
93  being  males  and  76  females,  with  a  birth-rate  of  28-53. 

In  the  High  District  the  number  of  deaths  was  30,  and  the 
births  37;  the  death-rate  being  14T2,  and  the  birth-rate  17'42. 
Last  year  the  number  of  deaths  was  26,  and  the  rate  12-24.  Of 
those  under  five  years  of  age  there  were  2  deaths,  with  a  rate  of 
0  94  :  last  year  7  deaths,  rate  3’29.  Of  those  sixty-five  years  of 
age  and  upwards  19  deaths,  rate  8'94  :  last  year  9  deaths,  rate  4 '23. 

In  the  Low  District,  including  the  Workhouse,  the  number  of 
deaths  was  79,  and  the  births  115;  the  death-rate  being  1 5 'G -,  and 
the  birth-rate  2274.  Last  year  the  number  of  deaths  was  86,  and 
the  rate  17 '00.  In  the  Low  District,  excluding  the  Workhouse,  there 
were  75  deaths,  with  a  rate  of  1 4'S9  ;  last  year  81  deaths,  rate 
16'10.  Of  children  under  five  years  of  age  11  deaths,  rate  2\17  ; 
last  year  32  deaths,  rate  6‘32.  Of  those  sixty-five  years  of  age  and 
upwards  there  were  33  deaths,  rate  6-52  ;  last  year  29  deaths,  rate 
573. 
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In  Longtown  there  were  30  deaths,  with  a  rate  of  17-90  ;  last 

year  39  deaths,  rate  23"26.  Of  children  under  five  years  of  age  6 

deaths,  rate  3-58  ;  last 

year  21  deaths,  rate  1 

2  53.  Of  those  sixty- 

five  years  of  age  and 
deaths,  rate  5 '3 7. 

upwards  12  deaths, 

rate  7T6  ;  last  year  9 

The  following  table  shews  the  number  of  deaths  and  the  rate 
per  thousand  in  Longtown  since  1881  : — 

Year. 

No.  of  Deaths. 

Death-rate. 

1881 

36 

20-27 

1882 

36 

20-27 

1883 

41 

23-08 

1884 

29 

16-32 

1885 

39 

21-95 

1886 

40 

22-22 

1887 

36 

20-00 

1888 

24 

13-51 

1889 

41 

22-77 

1890 

48 

26-66 

1891 

40 

23-86 

1892 

40 

23-86 

1893 

29 

17-30 

1894 

33 

19-68 

1895 

44 

26-25 

1896 

23 

13-72 

1897 

24 

14-32 

1898 

31 

18  49 

1899 

39 

23-26 

1900 

30 

17-90 

The  total  numbei 

of  deaths  from  zymotic  diseases  in  1900  has 

been  1,  viz.  . — puerperal  fever.  The  death 
year  the  number  was  8,  and  the  rate  1T1. 

-rate  being  0T4;  last 

Table  shewing  the  number  of  deaths  and  the  rate  per  thousand 
due  to  zymotic  diseases  since  1881 

Year. 

No.  of  Deaths. 

Death-rate. 

1881 

7 

0-90 

1882 

14 

1-81 

1883 

10 

1-28 

1884 

4 

0-51 

1885 

5 

0-64 

1886 

14 

1-78 

1887 

9 

114 

1888 

7 

0-88 

1889 

5 

0-63 

1890 

9 

1-13 

1801 

10 

1-39 

1892 

7 

0-97 

Y  ear. 

No,  of  Deaths. 

Death  - 

1893 

9 

1-25 

1894 

10 

1  -39 

1895 

1 

013 

1896 

3 

0-41 

1897 

4 

0-55 

1898 

7 

0  97 

1899 

8 

111 

1900 

1 

0-14 

Table  of  deaths  due  to  phthisis  and  the  rate  per  thousand 
since  1882  : — 


Year. 

No.  of  Deaths. 

Death-rate. 

1882 

20 

2-59 

1883 

20 

2-57 

1884 

20 

2-56 

1 885 

18 

2  31 

1886 

13 

1-66 

1887 

10 

1  -27 

1888 

13 

1-64 

1889 

17 

2T4 

1890 

14 

1-76 

1891 

14 

1-94 

1892 

14 

1-94 

1893 

9 

1-25 

1894 

1 1 

1-53 

1895 

9 

1-25 

1896 

7 

097 

1897 

8 

IT  1 

1898 

5 

0-69 

1899 

10 

1-39 

1900 

8 

IT  1 

Table  shewing  the  number  of  deaths  and  the  rate  per  thousand 

pulmonary 

diseases, 

including  phthisis, 

since  1882  : — 

Year. 

No.  of  Deaths. 

Death-rate. 

1882 

35 

4-54 

1883 

59 

7-60 

1884 

34 

4-38 

1885 

43 

5.52 

1886 

46 

5-87 

1887 

25 

3T8 

1888 

34 

4-30 

1889 

33 

4T6 

1890 

40 

5-05 

1891 

41 

570 

1892 

36 

54)1 

1893 

26 

3  62 
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Year. 

No.  of  Deaths. 

Death-rate. 

1894 

34 

4-73 

1895 

33 

4'59 

1896 

22 

3-06 

1897 

22 

3  06 

1898 

20 

2-78 

1899 

26 

362 

1900 

17 

2-36 

Table  of  deaths  and  the  rate  per  thousand  from  pulmonary 
diseases,  excluding  phthisis  : — 

Year. 

No.  of  Deaths. 

Death-rate. 

1882 

15 

1  95 

1883 

39 

5-03 

1884 

14 

1-82 

1885 

25 

3-21 

1886 

33 

4-21 

1887 

15 

1-91 

1888 

21 

2-66 

1889 

16 

2-02 

1890 

26 

3-29 

1891 

27 

376 

1892 

99 

•  •  •  _/  >  .  . 

3-07 

1893 

17 

2-36 

1894 

23 

3-20 

1895 

24 

3-34 

1896 

15 

2-08 

1897 

14 

1  -95 

1898 

15 

2-08 

1899 

16 

2-22 

1900 

9 

1-25 

The  lowest  death-rate  in  1900  occurred  in 

Nicholforest,  there 

being  4  deaths,  with  a  rate  of  7’31.  The 

highest  death-rate 

occurred  in  Arthuret, 

including  the  Workhouse,  with  41  deaths, 

and  a  rate  of  16 '81. 

In  Arthuret,  excluding 

the  Workhouse,  37 

deaths,  rate  15 ‘31. 

In  Kirkandrews  13  deaths,  rate  16'41.  In 

Kirklinton  19  deaths, 

rate  13-21.  In  Scaleby  6  deaths,  rate  15-46. 

In  Bewcastle  13  deaths,  rate  16-25.  In  Stapleton  13  deaths,  rate 
1673. 

The  following  table  shews  the  number  of  deaths  and  the  rate 
per  thousand  since  1881  : — 

Year. 

No.  of  Deaths. 

Death-rate. 

1881 

124 

16-08 

1882 

126 

16-34 

1883 

143 

18-34 

1884 

121 

15-60 

1885 

134 

17-21 

1886 

155 

19-97 
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Year. 

No.  of  Deaths. 

Death-rate. 

1887 

118 

15-02 

1 888 

123 

15-53 

1889 

124 

1 5*65 

1890 

152 

19-18 

1891 

124 

17-26 

1892 

123 

17-12 

1893 

114 

15-87 

1894 

114 

15-87 

1895 

1 36 

18-93 

1896 

96 

13-36 

1897 

103 

14-34 

1898 

111 

15-45 

1899 

112 

15-59 

1900 

109 

15-17 

the  total  number 

of  deaths  43  were  seventy  years  of  age 

and  upwards,  of  which  21  were  eighty  years  of  age  and  upwards,  1 
being  upwards  of  ninety,  The  ages  of  those  seventy  years  of  age 
and  upwards  are  as  follows: — 70,  70,  70;  71  ;  72  ;  73,  73;  74, 
74,  74,  74,  74 ;  75  ;  76,  76;  77,  77  ;  78,  78,  78,  78,  78  ;  80,  80, 
80  ;  81.  81,  81  ;  82,  82,  82  ;  83,  83,  83  ;  84,  84,  84  ;  86,  86,  86  ; 
88  ;  89  ;  92. 


Deaths  Registered  from  Different  Causes  during 


the  Year  1900. 

Cause  of  Death. 

Number 

Senile  Decay 

9 

Diseases  of  Nervous  System  ... 

9 

„  Respiratory  System 

9 

„  Heart  ... 

24 

„  Digestive  System 

11 

,,  Kidneys 

1 

,,  Bladder 

1 

,,  Liver  ... 

1 

,,  Parturition 

1 

„  Spine  ... 

1 

Phthisis  (Consumption) 

8 

Other  Tubercular  Diseases 

3 

Cancer 

10 

Puerperal  Fever 

1 

Influenza... 

9 

Rheumatic  Fever  ... 

1 

Pyaemia  ... 

•* 

...  A 

Rupture  of  Blood  Vessel 

1 

Infantile  Debility  ... 

4 

Accidents 

2 

Suicides  ... 

o 

Total  ... 

...  1 09 
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Table  shewing  the  number  of  deaths  from  cancer  since  1890: _ 


Y  ear. 

1890 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 


Number. 


8 

8 

6 

8 

2 

5 

2 

o 

3 

10 


Table  of  cases 


of  cancer  occurring  during  the  year  1900  : — 


Palish. 

Sex. 

Age. 

Disease. 

Cause. 

Nichol  forest 

M. 

66 

Epithelioma  of  lip 

Smoking  short 
hot  cutty  pipe 

Stapleton 

F. 

77 

Cancer  of  Clitoris, 

LI rethra  A  Bladder 

Probably  local 
irritation 

Do. 

F. 

64 

Scirrhus  of  left 
Breast 

Not  known 

Do. 

F. 

70 

Cancer  of  Stomach 

Do. 

Scaleby 

F. 

74 

Epithelioma  of 
Rectum 

Do. 

Arthuret,  Long- 
town 

M. 

73 

Carcinoma  of  Stomach 

i  Do. 

Do. 

F. 

74 

Cancer  of  Bowels 

Do. 

Do. 

F. 

80 

Cancer  of  Uterus 

Do. 

Do. 

F. 

23 

Cancer  of  Stomach 

Do. 

Do. 

F. 

82 

Cancer  of  Uterus 

Do. 

In  comparing  the  vital  statistics  of  1900  with  those  of  1899,  it 
will  be  found  that  the  number  of  deaths  is  fewer,  viz.,  109  against 
112,  not  a  great  deal  of  difference,  but  on  the  right  side.  Another 
pleasing  feature  in  the  year’s  return’s  is  the  decrease  in  the  number 
of  deaths  in  children  under  one  year  of  age.  This  year  there  were 
12  against  35  last  year,  the  average  for  the  last  twelve  years  being 
18t72.  There  were  8  deaths  due  to  phthisis  this  year,  2  fewer  than 
last  year,  and  5  below  the  average  of  the  last  eighteen  years. 
Among  zymotic  diseases,  excluding  influenza,  there  was  only  1  death, 
due  to  puerperal  fever.  Influenza  accounted  for  9  deaths,  which 
helped  to  increase  our  mortality.  I  would  also  draw  your  attention 
to  the  large  number  of  deaths  among  old  people,  43  being  seventy 
years  of  age  and  upwards,  21  of  whom  were  eighty  and  upwards. 
There  was  a  considerable  increase  in  the  number  of  deaths  from 
cancer,  10  this  year  against  3  last  year.  I  append  a  table  shewing 
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tho  numbers  for  the  last  cloven  years.  On  the  whole,  though  we 
have  not  yet  attained  to  an  ideal  state  of  sanitary  perfection,  I 
think  I  may  say  that  wo  are  making  progress. 

I  had  10  notifications  of  infectious  diseases  during  the  year,  3 
being  in  the  High  District  and  7  in  the  Low  District. 


Scarlet  Fever. 

Three  cases  were  notified  in  the  High  District,  all  in  one  house. 
Three  cases  occurred  in  the  Low  District,  1  being  at  Netherby 
Lodge,  which  was  sent  to  Carlisle  Fever  Hospital,  and  2  in  Long- 
town.  There  was  no  spread  of  the  fever. 

Erysipelas. 

Two  cases  were  notified,  1  at  Millhill  and  the  other  in  Long- 
town. 

Typhoid  Fever. 

One  case  occurred  in  Swan  Street,  Longtown.  On  inspection 
I  found  that  the  gully-trap  close  to  the  pump  required  repairing  to 
prevent  stagnant  liquid  getting  into  the  well.  There  was  also  a 
cesspool  in  the  garden,  near  to  the  piggery,  which  was  connected 
with  the  main  sewage  by  a  tile  drain.  It  was  recommended  that 
there  should  be  a  gully-trap  at  the  piggery,  and  that  the  drain  pi pes 
should  be  sanitary  ones.  This  has  been  carried  out. 

I  append  details  of  some  of  the  sanitary  work  which  has  been 
done  during  the  year  : — 

Six  new  privies  have  been  erected  and  two  repaired. 

In  two  houses  where  there  was  an  absence  of  ventilation  the 
windows  were  made  to  open. 

There  were  three  cases  of  overcrowding,  which  were  abated. 

At  Slacks  Farm  I  reported,  in  1899,  as  to  its  insanitary  con¬ 
dition.  This  has  now  been  remedied.  At  Rackgate  Farm  tiie 
parlour  has  been  boarded  and  the  house  spouted.  At  Bushfield, 
where  I  reported  that  the  piggery  and  byre  adjoined  the  parlour,  it 
not  being  a  proper  place  for  pigs,  so  near  the  dwelling  house,  arid 
no  proper  drainage.  This  condition  of  matters  has  been  remedied. 
At  Heathery  Faukl  I  reported  that  three  of  the  walls  of  bedroom 
were  damp,  no  drains  in  front  of  the  house  to  carry  off  waste  water, 
the  dwelling  house  not  spouted  at  the  back.  The  recommendations 
have  all  been  carried  out.  In  my  1899  Report  I  referred  to  the 
insanitary  condition  of  Graham’s  Onset  and  Lordstown.  Nothing 
has  been  done.  Also  Liddelpark,  reported  in  December,  1899,  as 
to  the  insanitary  condition  of  the  yard  and  surroundings.  The 
pump  has  been  put  into  working  order,  manure  heaps  in  yard 
removed,  and  the  remainder  of  the  work  will  be  attended  to.  At 
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Barracks,  where  there  was  a  bedroom  floor,  the  woodwork  of  which 
was  rotten  and  falling  into  holes,  rain  came  in  at  roof  and  made  the 
walls  damp,  and  defective  spouting.  In  this  case  the  floor  has  been 
boarded,  and  the  roof  and  spouting  repaired.  Also  at  Barracks, 
where  the  flag  floor  and  walls  of  bedroom  were  damp  •  the  necessary 
work  is  being  carried  out.  At  West  Moorhouses,  where  the  parlour 
floor  and  walls  were  damp,  also  bedroom  walls  damp,  the  work 
has  been  completed  by  cementing  the  front  of  the  house.  At  Black¬ 
ford,  where  the  yard  was  in  an  insanitary  condition  through  keeping 
pigs  ;  pigs  have  been  removed  and  the  yard  gravelled.  At  Scaleby 
Castle  Gates  Cottages,  I  reported  the  insanitary  condition  of  one  of 
the  cottages,  and  the  want  of  privy  accommodation ;  the  cottages 
are  now  being  reconstructed.  In  Longtown,  I  reported  seven 
cottages  with  damp  walls  and  floors  in  bedrooms,  and  windows  in  a 
dilapidated  condition ;  in  this  case  the  bedroom  floors  have  been 
boarded  and  the  windows  repaired  or  new  ones  put  in.  In  a  house  in 
Longtown,  occupied  by  an  old  man,  was  in  a  dirty  condition,  the  walls 
and  ceiling  were  whitewashed.  In  a  house  in  Longtown,  where  the 
walls  were  damp  and  the  room  dirty,  in  was  cleaned  and  repaired,  and 
the  walls  are  now  dry.  In  a  yard  in  Longtown,  there  was  a  large 
accumulation  of  ashes,  and  was  also  in  a  filthy  condition  ;  the  ashes 
were  removed  and  the  yard  cleaned.  In  Longtown,  the  channel 
from  pump  to  gully-trap  was  in  bad  condition,  there  was  also  a  large 
quantity  of  ashes  lying  about ;  the  channel  was  repaired  and  the 
ashes  removed.  In  Longtown,  there  was  a  strong  smell  of  gas 
coming  from  the  public  sewers,  creating  a  nuisance.  It  seems  that 
the  Gas  Company  allowed  the  residue  from  the  manufacture  of  gas 
to  flow  into  the  sewer.  The  connection  was  cut  off,  and  the 
nuisance  ceased.  In  Longtown,  there  was  a  yard  in  an  insanitary 
condition,  and  the  house  dirty ;  both  were  cleaned.  In  a  yard  in 
Longtown,  there  were  cows  kept  in  byre  too  near  the  dwelling  house, 
and  which  is  not  adapted  for  a  byre,  there  being  no  drainage,  and 
the  premises  in  an  insanitary  condition.  The  notice  has  not  yet 
expired.  At  Sharp's  Close,  where  the  dwelling  house  and  yard  were 
in  a  filthy  condition,  over-crowding  in  bedroom,  and  byre  and  pig- 
house  situated  too  near  the  milk-house.  In  this  case  the  dwelling 
house  has  been  cleaned  and  walls  repapered,  drain  put  in  yard,  pigs 
removed,  a  new  byre  erected,  and  the  overcrowding  abated.  At 
Rosscastle,  where  the  house  was  dirty,  and  had  a  bad  odour,  and  a 
heap  of  manure  in  the  yard  too  near  the  house  door  ;  the  house  was 
cleaned  and  manure  removed.  At  Newtown  Farm,  I  reported  that 
there  was  no  proper  channel  in  the  yard  to  carry  off  waste  water 
from  pump  and  cesspool,  which  is  situated  a  few  yards  distant  from 
the  pump  well,  with  a  risk  of  polluting  the  well  water.  Nothing 
has  yet  been  done  to  carry  out  the  recommendations.  Scaleby  Hill 
Farm;  I  referred  to  this  case  in  my  last  year’s  repoit.  Since  then 


a  drain  lias  been  put  in,  and  gully-trap  fixed  to  carry  liquid  from  the 
open  channel  in  the  yard;  a  portion  of  the  pond  has  also  been  filled 
up.  At  Priorhnuse  Cottage,  where  the  walls  of  the  bedroom  were 
damp,  the  west  gable  has  been  cemented,  with  good  results.  In 
July,  1899,  1  reported  as  to  the  sanitary  condition  of  Graham’s 
Onset,  viz.,  damp  parlour  and  bedrooms,  no  ventilation  in  servants’ 
room,  room  not  ceiled,  no  drains,  no  spouting,  no  privy  ;  in  this 
case  nothing  has  been  done  to  remedy  the  defects  mentioned.  Also 
at  Lordstown,  I  reported  that  the  parlour  and  bedrooms  were  very 
damp  ;  nothing  has  been  done. 

The  above  are  some  of  the  cases  I  reported  to  the  Council,  and 
which  were  dealt  with  during  the  year.  In  other  cases  which  were 
brought  before  you,  in  some  the  notices  had  not  expired  at  the  end 
of  the  year,  and  in  others  they  are  still  under  the  consideration  of 
the  Council. 

Water  Supply. 

The  water  supply  at  Kackgate,  Rackgate  Farm,  and  Littlefield 
is  practically  in  the  same  condition  as  when  I  reported  in  1899. 
The  owner  of  Littlefield  promised  to  have  it  attended  to.  Kersliope- 
foot  Farm,  Kershope  House,  Kershope  Lodge,  and  Stonegarthside 
water  supply  ;  the  condition  of  matters  is  just  the  same  as  I  referred 
to  in  my  report  for  1899.  Some  drains  were  cut  to  prevent  the 
surface  water  getting  into  the  spring,  but  they  failed  to  do  so. 
I  reported  the  want  of  a  supply  of  pure  water  within  a  reasonable 
distance  for  Stapleton  School  and  School  House ;  wrater  has  to  be 
carried  from  “  the  bride’s  well,  a  distance  of  400  yards.  The  school 
pump  is  out  of  order,  but  the  water  is  not  fit  for  domestic  use. 
Nothing  has  been  done  to  procure  a  supply.  I  also  reported  the 
want  of  a  supply  of  pure  water  at  Kilnholm  Cottage  ;  it  is  some¬ 
times  got  from  the  river  Liddle,  but  usually  from  a  well  distant 
between  500  and  600  yards;  but  when  the  burn  is  in  spate  it  is 
inaccessible.  So  far  no  steps  have  been  taken  to  procure  a  proper 
supply.  I  reported  regarding  the  quality  of  the  water  supplied  to 
the  North  British  Railway  Company’s  cottages  near  Fenton  Station. 
The  Company  have  under  consideration  the  supplying  of  the  cottages 
from  another  source.  In  the  case  of  Hirsthead  and  Lads  Lodge, 
where  the  wells  were  unprotected,  and  liable  to  pollution  from 
various  sources,  the  necessary  protection  has  been  provided.  At 
Segbushwell,  where  the  well  was  unprotected  from  dust,  leaves,  etc., 
it  has  been  remedied  by  being  properly  built  round.  I  reported  the 
condition  of  the  water  at  Newlands,  where  the  pump  well  is  too 
near  large  heaps  of  manure,  and  the  risk  of  contamination  of  the 
water  with  liquid  manure  ;  in  this  case  a  new  supply  should  be 
provided.  1  also  reported  that  the  water  at  Newhouse  was  unfit  for 
domestic  use,  and  what  is  required  has  to  be  carried  from  an  unpro¬ 
tected  well  350  yards  distant.  A  new  supply  should  be  provided 


nearer  the  house  ;  I  do  not  know  if  anything  lias  been  done.  At 
Grainhead,  where  the  water  is  brought  from  a  spring,  600  yards 
distant,  in  an  iron  pipe  to  the  house.  The  quantity  passing  through 
the  pipe  is  insufficient,  especially  in  summer,  when  it  has  to  be 
carried  from  the  spring.  The  pipe  requires  putting  in  order,  so  as 
to  provide  an  abundant  supply  all  the  year  round.  Grainbrow  and 
Hethergrove  water  for  domestic  purposes  is  got  from  an  open  well 
on  the  roadside  The  well  is  unprotected,  and  in  wet  weather  the 
water  from  the  field  behind  runs  into  the  well,  rendering  it  dirty 
and  unfit  for  use.  The  well  should  be  protected,  and  water  from 
the  field  prevented  getting  into  well.  The  notice  has  not  yet 
expired.  I  reported  that  Randalinton  water  supply  was  probably 
contaminated,  and  unfit  for  use,  and  on  analysis  I  found  such  to  be 
the  case.  A  new  well  has  been  sunk,  which  I  hope  will  provide  a 
plentiful  supply  of  pure  water. 

Since  my  report  of  last  year  the  scheme  of  supplying  the 
parishes  of  Arthuret.  and  Kirkandrews  with  an  abundant  supply 
of  pure  water  for  all  purposes  has  advanced  a  stage.  A  Local 
Government  Board  enquiry  was  held  in  Longtown  by  Mr.  Ducat. 
So  far  nothing  has  been  heard  from  the  Local  Government  Board, 
but  I  have  no  doubt,  from  the  evidence  brought  before  him  at  the 
enquiry,  his  report  will  be  a  favourable  one  to  the  scheme.  The 
sooner  the  scheme  is  carried  out  the  better  for  the  health  of  the 
inhabitants  of  Longtown  and  neighbourhood. 

I  am, 

Your  obedient  Servant, 

S.  F.  Me. LACHLAN, 

Medical  Officer  of  Health. 

Longtown  Rural  District  Council. 


